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DRAFTED BY A/SY/OPS/T:WGILLIAM:JG 
APPROVED BY A/SY/OPS/T:DGFISCHER, CHIEF 
A/SY/OPS/FO - MMULVEY 
DESIRED DISTRIBUTION 
A/SY/OPS/FO 

009090 

R 171441Z NOV 76 
FM SECSTATE WASHDC 
TO AMCONSUL CASABLANCA 
INFO AMEMBASSY ATHENS 
AMCONSUL FRANKFURT 
AMEMBASSY CAIRO 

CONFIDENTIAL STATE 282272 

CASABLANCA, FRANKFURT FOR RTC; ATHENS FOR TSO AND ATO; 

E.O. 11652:GDS 
TAGS: ASEC 

SUBJECT:TCU ALARM INSTALLATION, CAIRO 
CAIRO FOR RSO AND TCU 

1 . SY/OPS/T HAS AGREED TO INSTALL AN ULTRASONIC ALARM IN 
TCU SIDE OF CAIRO COMM CENTER. TCU WILL FURNISH CONDUIT, IF 
REQUIRED, AND WILL PROBABLY FURNISH WELLS FARGO MONITOR UNIT 
FOR MSG DESK AND MATING TERMINATION UNIT FOR TCU. ADVISOR 
SIX CONTROL UNIT, TRANSDUCERS, WIRING, AND OTHER INSTALLATION 
ITEMS WILL BE SUPPLIED BY RTC CASABLANCA. 

2. RTC CASABLANCA IS REQUESTED TO MAKE INSTALLATION SURVEY 
AT EARLIEST CONVENIENCE. WRITE SURVEY REPORT AT SITE. 

INCLUDE DETAILED DIAGRAM INDICATING TRANSDUCER LOCATIONS, 
WIRING RUNS, ETC. INCLUDE LIST OF MATERIALS REQUIRED FROM 
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TCU BASED ON ASSUMPTION OF CONDUITED WIRE RUNS WITHIN COMM 
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CENTER, AND USE OF WELLS FARGO MONITOR SYSTEM. PROVIDE 
COPIES OF SURVEY REPORT TO TCU AND SY/OPS/T. 

3. REQUEST TCU INFORM RTC WHEN FIRM ETA OF MATERIALS IS 
KNO'N. RTC SHOULD SCHEDULE INSTALLATION AS SOON THEREAFTER 
AS OTHER OBLIGATIONS PERMIT. KISSINGER 
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